To:  Koglin,  Eric[Koglin. Eric@epa.gov] 

From:  Garrahan,  Kevin 

Sent:  Mon  8/17/2015  4:14:35  PM 

Subject:  Fw:  Gold  King  Mine  - Situation  Report  for  August  16,  2015 

Sit  rep  r6  8-17-15.pdf 


From:  Eoc,  Epahq 

Sent:  Monday,  August  17,  2015  4:07  PM 
To:  OSWER  OEM  EOC  Positions 

Subject:  FW:  Gold  King  Mine  - Situation  Report  for  August  16,  2015 


FYI  - latest  Sitrep  from  R6 


Nancy  Abrams,  Watch  Officer 

U.S.  Environmental  Protection  Agency 

Headquarters  Emergency  Operations  Center 

1200  Pennsylvania  Ave 

Washington,  DC  20004 

202-564-3850 

mailto:eoc.epahq@epa.gov 


From:  Loesel,  Matthew 

Sent:  Monday,  August  17,  2015  12:06  PM 

To:  Curry,  Ron;  Coleman,  Sam;  Edlund,  Carl;  Gray,  David 

Cc:  Phillips,  Pam;  Taheri,  Diane;  Ruiz,  Thomas;  Garcia,  David;  Blanco,  Arturo;  Smith,  Rhonda; 
Crossland,  Ronnie;  Webster,  Susan;  Petersen,  Chris;  Foster,  Althea;  Martin,  John;  Ruhl, 
Christopher;  Restivo,  Angela;  Ngo,  Kim;  Rauscher,  Jon;  Moore,  Gary;  FEMA-R6-Watch;  Knabel, 
Jessica;  Mason,  Steve;  Lloyd,  Lisa;  Eoc,  Epahq;  Allen,  HarryL;  Guria,  Peter 
Subject:  Gold  King  Mine  - Situation  Report  for  August  16,  2015 
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Matt  Loesel 


R6  Planning  Section  Chief 
US  EPA  - Region  6 
817-271-4586 
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